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Bureau Veritas Certification hereby confirms that the management system of the 
above-mentioned organisation has been assessed and complies with the requirements 
set out in the following standards/regulations. 


Standards/Regulations: 


SN EN ISO 9001:2015 


The management system comprises: 





Development, production and sales of: 
Complete operating theatre systems, 
Ait supply outlets and ultra-clean ventilation systems for operating theatres, 
preparation rooms and patient rooms, 
Energy beams for operating, intensive cate units and dialysis rooms, 
Surgical light and examination lights 


Date of initial certification: 13.01.1999 End of the last certification cycle: 21.01.2020 
Date of recertification: 25.10.2019 Start of the new certification cycle: 22.01.2020 
The requirements of the standards/ regulations must be continuously fulfilled throughout the validity of this certificate. 


This will be ensured and guaranteed through regular monitoring by Bureau Veritas Certification. 
This certificate is valid until: 21.01.2023 


Bureau Veritas Certification will provide information on the validity of this certificate on request at any time. 
Additional information on the management system and the atea of applicability should be obtained from the 
organisation itself. 
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faal Siar 


Bureau Veritas Switzerland AG, 
Grossiicherstrasse 25, CH-8104 Weiningen ZH 










































